DESCENDANTS OF CLAUS ROHRBACH 


Don Norman 
Note: The original German surnames of the Rhorbaugh and Rohrabaugh 
surnames was Rohrbach and the present day spelling came into use in 
America. 


1.CLAUS ROHRBACH 


Claus Rohrbach was born in Germany about 1565 and died there in 
1617. He married Gertrude Closs. 


Known children of Claus and Gertrude (Closs) Rohrbach. 


2 (1). Johann b. 1610 d. 1690 
m.Maria Runcan 


2.JOHANN ROHRBACH 1.CLAUS ROHRBACH 


John Rohrbach, a son of Claus and Gertrude (Closs) Rohrbach, was 
born in Germany in 1610 and died in 1690. He married Maria Runcan. 


Known children of John and maria (Runcan) Rohrbach. 


Br (1). Johann Reinhard ion 1648 d. 1716 
m.Magdalene Fischer 


3.JOHANN REINHARD ROHRBACH 2.JOHANN ROHRBACH 1.CLAUS ROHRBACH 

Johann Reinhard Rohrbach, a son of John and maria (Runcan) Rohrbach, 
was born in Germany in 1648 and died in 1716. He married Magdalena 
Fischer. 


Known children of Johann Reinhard and magdalena (Fischer) Rohrbach. 


4. (1). Johann Heinrich b. 1668 
m.Margaretha Elizabeth Wentzcl 


4.JOHANN HEINRICH ROHRBACH 3.JOHANN REINHARD ROHRBACH 2. JOHANN 
ROHRBACH 1.CLAUS ROHRBACH 


Johann Heinrich Rohrbach, a son of Johann Reinhard and magdalena 
(Fischer) Rohrbach, was born in Germany in 1668. He married margaretha 
Elizabeth Wentzcl. 


Known children of Johann Heinrich and Margaretha Elizabeth (Wentzcl) 
Rohrbach. 


oy (1). Johann Reinhart Dis 1699 d. 1765 
m.Ann Margaretha Koch 
m.Anna Maria Schmidt 


5.JOHANN REINHART ROHRBACH 4.JOHANN HEINRICH ROHRBACH 3. JOHANN 
REINHARD ROHRBACH 2.JOHANN ROHRBACH 1.CLAUS ROHRBACH 


Johann Reinhart Rohrbach, a son of Johann Heinrich and Margaretha 
Elizabeth (Wentzcl) Rohrbach, was born in Germany in 1699 and died in 
Berks County PA about 1765. He married Anna Margaretha Koch in Germany. 
After she died, he married Anna Maria Schmidt. 

The family came to America in 1749. 


Known children of Johann Reinhart and Anna Maria (Schmidt) Rohrbach. 


6. (1). Johann Conrad Ds 1740 d. 1821 
m.Barbara Rueger 


6.JOHANN CONRAD ROHRBACH 5.JOHANN REINHART ROHRBACH 4. JOHANN 
HEINRICH ROHRBACH 3.JOHANN REINHARD ROHRBACH 2.JOHANN ROHRBACH 
1.CLAUS ROHRBACH 


Johann Conrad Rohrbach, later known as John Rorabaugh Sr., was born 
in Germany in 1740 and died in VA in 1821. He married Barbara Rueger. 


Known children of Johann Conrad and Barbara (Rueger) Rohrbach. 
Ts. (1). Mary Magdalena Dis Cs 1774 d.Oct 22 1840 
m.Anthony Spaur 
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